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Salisbury Cathedral is justly considered one of 
the most beautiful religious buildings in England. The 
foundations were laid in 1220 by Bishop Poore and many 
additions made during the 13 th and 14 tH centuries, also 
great alterations were conducted by Wyatt in 1789. The 
graceful spire is 404 feet high, the highest in England. 
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